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Conference Speaker — A.I.A. Pres. Leon Chatelain, Jr. 


Pumping station, Spokane, Wash. 


Public building, Montgomery, Ala. 


Whitehouse & Price, Spokane, architects 


Design Distinctive Buildings for any purpose with 


You can design buildings of distinction for any 
purpose with architectural concrete. It is ideal for 
the functional demands of an industrial plant and 
equally adaptable to the aesthetic requirements 
of a graceful church, an imposing publie building 


or an attractive commercial structure. 


Architectural concrete is a versatile structural 
material. You can use it to express any of the tra- 
ditional designs. You'll also find it well-suited to 
contemporary style. It allows unusual freedom in 


design. It possesses tremendous strength and du- 


rability, yet it can be cast in a limitless variety of 


shapes and patterns to reproduce the authentic 


style and details of any architectural period. 


"illi D. H. Grootenboer, Williamsport, architect 


Relail store, La Crosse, Wis. 


rchitectural Concrete 


Architectural concrete buildings сап meet the 
highest standards for structural strength, durabil- 
ity and firesafet y. They afford maximum resistance 
to storms, earthquakes and atomic blasts. Low in 
first cost, concrete structures give years of service 
with little maintenance. Budget-minded building 


owners know that means low annual cost. 


For information about designing architectural 
concrete structures, write for free literature. It is 


distributed only in the United States and Canada. 


PORTLAND CEMENT ASSOCIATION 
735 North Water St., Milwaukee 2, Wis. 


A national organization to improve and extend the uses of portland cement 
and concrete...through scientific research and engineering field work 


Warren, Knight & Davis, Birmingham, architects 


Boyum, Schubert & Sorensen, La Crosse, architects 
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This Architect's Concrete Roof // 
Deck Went On In A Few Hours / /., 
eee At ZERO Degrees ч 


A concrete roof deck placed quickly in mid-winter and no moisture 


problems? Yes, it’s not only possible but easy and at low cost, too, 


with ZONATILE! 


This supermarket roof in Mankato, Minnesota, went on in 
January at zero degrees in one day and a half with a five man crew. ‘ 
The ZONATILE roof of the building, designed by architects, 

Wick & Stansfield, Mankato, was ready for built-up roofing imme- 


diately after placement of the tile and grouting of the joints. 


The tile are elevated directly from trailer to 
roof by means of a powered conveyor as fast as 
the men can receive them. 


ZONATILE SHORT SPAN CONCRETE ROOF TILE forms the deck and provides 
adequate insulation in one material—one operation. The lightweight, reinforced 
vermiculite concrete tile cannot rot or decompose and is completely incombustible. 
It is easily cut to any necessary odd shape. 

Cost of Zonatile deck is low because of fast erection, using minimum equipment 


and labor. 


The lightweight (50 Ib.) tile, easily handled by 
one man, is laid directly on the bar joists spaced 
36" О.С. forming safe walking surface for 
workmen. 


To provide positive anchorage, quarter-inch Joints are filled with a quick setting, pre-mixed 
pencil rods are supported in V joint formed by grout, troweled smooth to provide level surface 


Roof is closed/in rapidly by small crew butting beveled ends of the tile. Large wire “hairpins for roofing. Built-up roof can be applied 
tile against tile in tight, uniform rows across are placed around rod and through top flange immediately, 
the entire deck, on joists and crimped around flange. 


For Full Details—Call or Write 


WESTERN MINERAL PRODUCTS COMPANY 


ZONATILE DIVISION - STERLING 9-8845 
General Offices: 1720 Madison Street N E, • Minneapolis 13, Minnesota 


More pipelines to Milwaukee 
mean that more firms can 
enjoy the advantages of 


clean, economical, natural gas 


Now that an abundant supply of low-cost natural gas is available to 
Milwaukee industry, progressive firms will want to consider the incorporation 


of modern, automatic gas equipment in their building or modernization plans. 


For all types of heating, baking or drying operations, gas has no equal. 
Gas is safe, clean, economical. It is flexible, reliable, easily controlled . . . 


and you say goodbye forever to delivery and storage problems. 


We invite you to consult with our skilled staff of industrial and commercial 


sales engineers . . . with no obligation on your part, of course. Whatever 
your problems, you will find that gas does it better — automatically! 


N COM PANY GAS DOES IT 


=- ч BETTER— . 
| 626 EAST WISCONSIN AVENUE * BROADWAY 6-6720 А 
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$1,700 Scholarships in Architecture 


Tuition Awards Made to Wisconsin Students 


Tuition awards for 1956-57, total- 
ing $1,700.00, have been made by 
the Wisconsin Architects’ Founda- 
tion to eleven Wisconsin students 
attending out-of-state schools. 
Award winners announced by Fran- 
cis J. Rose, President, are the follow- 
ing: 

University of Illinois — Wayne H. 
Haney, Kenosha; Ralph Schutz, Ap- 
leton; Joel Van Ryzin and Ronald A. 
Perner, both of Milwaukee. 


COVER COMMENT 


This month's cover pictures the current 
leader of the American Institute of Archi- 
tects, Leon Chatelain, Jr. А resident of 
Washington, D. C., where he heads the 
firm of Chatelain, Gauger and Nolan, the 
А.1.А.$ top man is highly regarded 
throughout the profession. His speech at 
the North Central States Regional Con- 
ference banquet will be one of the high- 
lights of the event. 


The Wisconsin Architect, Volume 24, Number 9, 
the official publication of the Wisconsin Chapter 
of the Amercan Institute of Architects is pub- 
lished monthly from the business and editorial 
offices at 828 N. Broadway, Milwaukee 2, Broad- 
way 2-0822. N. J. Russell, Jr., is publisher. 
Editor is Paul F. Thielen. Subscription rates are 
$1.00 per year. 


Wisconsin Chapter 


American Institute of Architects 
828 N. Broadway, Milwaukee 2, Wis., BR. 2-0822 


OFFICERS 
Arthur О. Reddemann ..... ness. President 
Joseph H. Flad . Vice-President 
Roger Herbst . Secretary-Treasurer 
Gergid T PER oua eae . Legal Counsel 


DIRECTORS AT LARGE 

Alvin E. Grellinger 
Arthur O. Reddemann 
Julius S. Sandstedt 


Maurey Lee Allen 
John Brust 
Theodore Eschweiler 


DIVISION DIRECTORS 
Milwaukee Division 
Herbert J. Grassold 


Madison Division 
Joseph J. Weiler 

Northeast Division 
Edgar H. Berners 


DIVISION OFFICERS 
Milwaukee Division 
Robert P. Potter, President; Herbert W. Bradley, 
Vice-President; Myron A. Sielaff, Secretary- Treas- 
urer. 


Roger Herbst 


Joseph H. Flad 


Karel Yasko 


Madison Division 
Mark T. Purcell, President; Nat Sample, Vice- 
President; Joseph H. Flad, Secretary-Treasurer 
Northeast Division 
Eugene Wasserman, President; Leonard Reinke, 
Vice-President; Leonard Schober, Secretary- 
Treasurer. 


Yale University — Robert N. 
Strass, Milwaukee. 

University of Kansas — John Carl 
Wilson, Madison. 

Harvard University — Ronald 


Kolbe, Menomonee Falls. 
Iowa State College — Richard J. 
Knothe, La Crosse. 


Miami University — Paul Chris- 
tiansen, Milwaukee. 
University of Notre Dame — Rob- 


ert Erdman, Milwaukee. 


РКЕХҮ $ 


CORNER 


By Arthur O. Reddemann 


The Catholic University of Amer- 
ica — Kenneth Resheske, Oshkosh. 

Selection of candidates for awards 
followed recommendations by the 
Deans of the Schools of Architecture 
attended by the students honored. 
Tuition awards were first made in 
1954. In April of that year, the 
Foundation announced to all ac- 
credited Schools of Architecture its 
desire to grant tuition assistance for 

(Continued on Page 6, Column 1) 


President, Wisconsin Chapter, A.I.A. 


Vacation season is about over and 
it is my hope that those who man- 
aged to have one enjoyed them- 
selves. 

On July 3, 1956, Francis J. Rose, 
President of the Wisconsin Archi- 
tects Foundation appealed for some 
financial aid. May we help him 
on this; it is really needed. 

The Board meeting held on Au- 
gust 10 was an excellent meeting. 
We had a full committee. We re- 
ceived into membership two cor- 
porate members, two associates and 
one junior associate. Two names 
were sent to the Wisconsin Indus- 
trial Commission at their request for 
nominees to the Registration Board. 

Our Secretary reports some junior 
associates have not paid their dues 
for 1956 nor have they answered 
his notices. 

During the month our Regional 
Director, Bryant E. Hadley of Spring- 
field, Ill., met with your Regional 
Convention Committee. 

Some junior associates have not 
replied to the notices sent to them 
regarding their advancement to As- 
sociateship. Get behind our Secre- 
tary and please reply. 

1957 is the 100th year of the 
АТА. and we will recognize that at 
our Convention in some manner. 

Some more advertising has ap- 
peared on the part of some A.LA. 
members, this does not go unno- 


be 
Please desist, the mandatory rules 
do not allow it. See А І.Д. Document 
330, IL, paragraph 8. There is plenty 


ticed and action will taken. 


of work for all. Remember, we are 
professional people. Your Board was 
forced to turn down an ad which 
was solicited in a trade journal, so 
why should individuals persist in 
doing this type of thing? 

A brochure on architects has been 
worked out by a committee com- 
posed of T. L. Eschweiler, Joseph J. 
Weiler and Maurey Lee Allen and 
wil be available soon. They did 
an excellent job and should be 
commended. More on this later. 


Please let me say that I have an 
excellent organization to work with 
and each and every one oí us can 
be proud of them. The Board meet- 


ing lasted a full day and much was 
done. 


A committee has been appointed 
to serve on the fall school confer- 
ence to be held in Madison. 


We are also busy on our nominee 
for a Fellowship and we should 
have another when the report is 
presented to the College of Fellows. 


The next Board meeting will be 
on September 10. If anyone has 
anything to report, send the informa- 
tion to our Secretary or to me. Our 
meetings are always held on the 
second Friday of the month. 
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Design and Promotion 


Delegates Will Learn About Helping 


Themselves at North Central States Regional 


Conference in Milwaukee 


An interesting and informative pro- 
gram has been arranged, prominent 
speakers have been obtained, and 
several additional features are on 
tap for delegates to the 1956 North 
Central States Regional Conference, 
which will be held at the Pfister 
Hotel in Milwaukee on September 
28-29. 

Theme of the conference is “De- 
sign and Promotion”, and subjects 
to be discussed fall into this cate- 
gory. It was chosen because of its 
almost universal appeal and signif- 
icance to all architects, large and 
small. 

Committees, headed by Frederick 
Schweitzer, of Milwaukee, the 
event's general chairman, have been 
hard at work for several months, 
planning the conference and obtain- 
ing speakers designed to present the 
type of message of interest and sig- 
nificance to architects. 

Heading the list of distinguished 
visitors who will feature the speak- 
ing slate is Leon Chatelain, of 
Washington, D. C., president of the 
American Institute of Architects. 
Other big names in the profession 
who will speak to delegates are 
Walter A. Taylor, Washington, D. C 
Director of Education and Research 
of the ALA.; Donald Н. Honn, of 
Tulsa, Okla., a nationally-recog- 
nized, prize-winning architect; Jack 
L. Follett, Seattle, Wash., chief de- 
signer of Milwaukee's Capitol Court; 
and Harper Richards, Chicago, a 
widely-known designer for indus- 
try. 

The conference will get under 
way at 9:30 A.M. on Friday, Sept. 
28, with an address of welcome by 
Pres. Arthur O. Reddemann, of the 
Wisconsin Chapter. At 10:00 A.M. 
a seminar, headed by Harper Rich- 
ards, will discuss “Commercial Re- 


modeling That Pays." At 11:30 A.M. 
there will be a viewing of exhibits, 
and at 12:30 P.M. a luncheon will 
be held. 


Principal speaker at the luncheon 
will be Walter A. Taylor, who will 
be introduced by Bryant Hadley, 
North Central States Regional Di- 
rector. Following lunch another 
period, until 2:30 P.M., will be de- 
voted to viewing exhibits. 


Feature of the afternoon is the 
seminar at which Donald H. Honn 
will speak. It is scheduled to start 
at 2:30 P.M. His subject will be 
“The Architect and the Merchant 
Builder”. Following the seminar, an- 
other period is set aside for viewing 
exhibits. 


Watching “Theater in the Round” 
at Marquette University will occupy 
the social schedule on Friday eve- 
ning, Schweitzer reported. 


Activities will get under way on 
Saturday, Sept. 29, with a Chapter 
President's breakfast at 8:00 А.М. 
but the program for other delegates 
will start at 9:00 A.M. with viewing 
of exhibits. The morning feature, a 
seminar on the subject of “The Re- 
gional Shopping Center’, will be 
conducted by Jack L. Follett. Fol- 
lowing this, delegates are invited 
to return to the exhibits. 


The Saturday luncheon will be 
held at 12:30 P.M., and the principal 
address here will be given by Wal- 
ter E. Kroening, vice president of 
Capitol Court. It will follow the 
luncheon. At 2:30 P.M. delegates 
will be taken on a conducted bus 
tour to the shopping center, located 
on Milwaukee's northwest side. Af- 
ter the tour they will be transported 
back to the hotel. 


Climaxing the conference are the 
events of Saturday evening. At 6:00 


P.M. a cocktail hour will be held, 
immediately preceding the Confer- 
ence Banquet, which is slated to be- 
gin at 7:00 P.M. Here, the principal 


speaker will be President Leon 
Chatelain. 
All delegates are invited and 


urged to participate, by questioning, 
in all of the various seminars, and 
to introduce information that will 
contribute to the general good of 
the architectural profession. 

A total of 34 exhibitors have taken 
space in which to display samples 
of their products, and the program 
permits ample time for inspection 
by any interested delegate. 


Registrations will be taken from 
8:30 A.M. to 5:00 P.M. on both days 


of the conference. 
Among exhibitors are: 


Pittsburgh Plate Glass Co.; Mid- 
States Concrete Products Co.; Shan- 
non Floor Co.; General Fire Equip- 


ment Co.; Hotpoint Co.; Bradley 
Washfountain Co.; Formica Corp. 
F. W. Boelter Co., Inc.; Portland 


Cement Assn.; Badger Lightweight 
Products Co.; The Mosaic Tile Com- 
pany; Building Products Division of 
Lurie Glass Company; Charles 
Bruning Co., Inc.; Gas Sales Section 
of Wisconsin Utilities Association; 
Electric division of Wisconsin Utili- 
ties Association; Marmet Corpora- 
tion; Shaw-Perkins Mfg. Co.; Inland 
Steel Products Company; W. H. Pip- 
korn Co.; Edward T. VerHalen, Inc.; 
Cyclotherm Division of National- 
U. S. Radiator Corp.; Josam Mfg. 
Co.; Romany Tile, Sparta Ceramics 
and Ceratile; A. C. Horn Co.; Wau- 
watosa Fuel & Supply Company; 
Equipment Corp. of Wisconsin; 
Mackin Venetian Blind Co.; Donald 
Partition Co.; S & S Sales Corpora- 
tion; and Tnemec. 
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LUNFERENLE 
SPEAKERS 


WALTER A. TAYLOR THESE MEN WILL FEATURE 


. . Director, Department of Education and 
Research, A.A. . . . charter member Archi- 
tectural Guild of America . . . author articles 1956 NORTH CENTRAL STATES 
on Oriental and church architecture . . . editor 
Bulletin of A.I.A. 


REGIONAL CONFERENCE 


DONALD H. HONN 


" . Head of graduating class University of HARPER RICHARDS 
Illinois 1941 . . . Designed Meadowbrook . . Specializes in industrial design . . . mem- 
Country Club, Tulsa, which merited 1955 ‘'Pro- Ber of Board of Directors and past president 
gressive Architecture" award . . . Architect for Industrial Designers Institute . . . Clients include 
$30,000,000 Havana Housing Project, 1956. National Trailways Bus Lines, United States Ply- 


wood, Fostoria Glass Co. 


LEON CHATELAIN, JR. JACK L. FOLLETT 

. President, American Institute of Architects . . . past ‚+. Chief designer for Capitol Court . . . Now designing 
president Washington Board of Trade and D. C. Society for regional centers in New Jersey, Massachusetts and Ohio 
Crippled Children . . . А.!.А. Fellow . . . Heads architectural . . architect-in-charge of John Graham and Company's 


firm of Chatelain, Gauger and Nolan; Washington, D. C. New York office. 


Grants... 


(Continued from Page 3, Column 3) 
Wisconsin students who are obliged 
to pay out-of-state tuition fees, since 
the State University at Madison pro- 
vides no School of Architecture. 
This policy was agreed upon by the 
Directors of the Foundation after 
lengthy correspondence with the 
Deans of Schools of Architecture in 
three great midwestern Universities. 


Responses from Educators соп- 
tinue to be enthusiastic: 
“This type of fine encourage- 


ment to capable young men of Wis- 
consin to continue a high standard 
of work in the field of architecture 
is most encouraging. The Founda- 
tion’s fine professional attitude and 
generosity is much appreciated by 
those of us in the Department of 
Architecture at the University of 
Kansas”, George M. Beal, ALA., 
Head, June 22, 1956. 

"I am happy indeed to know of 
the excellent work of your Founda- 
tion in aid to Wisconsin boys . . .', 
Norman T. Newton, Chairman De- 
partment of Architectural Sciences, 


applied on 


V VITRO-SEAL “ 


A GLAZED CEMENT SURFACE COATING 


Economical — Washable — Waterproof — Durable 


Innumerable Combinations of Non-Fading Colors 
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Harvard University, June 22, 1956. 


“Please convey to the Officers of 
the Wisconsin Architects’ Founda- 
tion, the appreciation of our Fa- 
culty for the interest and support 
that they are giving to Wisconsin 
students attending our School”, 
Leonard Wolt, Head of Department 
of Architecture and Architectural 
Engineering, Iowa State College, 
Feb. 27, 1956. 

“Assistance with the costs of his 
schooling, will be very helpful, in 
permitting to concentrate 
that much more of his time and ef- 
fort in his final year, and we cer- 
tainly make this recommendation. 

"With sincere best wishes and ap- 
preciation of your interest in the 
training of young architects, I am, 
Cordially yours," Thomas H. Locratt, 
Head Department of Architecture, 
The Catholic University of America, 
June 26, 1956. 

Grateful acknowledgments are al- 
so received from the award win- 
ning Students. Typical statements 
are the following: 

“I want to take this opportunity 
to thank the Foundation for this 


FOR WALLS 
NEW or EXISTING 
INTERIOR and EXTERIOR 


PLASTER, CONCRETE, BRICK 
BLOCK, WALLBOARD, ETC. 
PAINTED or UNPAINTED 


Decorative — Colorful — Permanent — Sanitary 


WOodrvff 4-4040 
WOodruff 4-4041 


3869 N. Port Washington Rd. 
Milwaukee 12, Wisconsin 
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grant. I will endeavor to be worthy 
of your confidence and interest", 
Wayne H. Haney, Kenosha, Wiscon- 
sin, Winner of Jr. Class Honors at 
the University of Illinois, July 16, 
1956. 

"I appreciate not only the award, 
but the confidence in my future that 
it expresses. I will strive to remain 
worthy of this confidence in my 
future practice as well as in my 
school work", Robert N. Strass, Mil- 
waukee, Wisconsin, Yale University, 
June 22, 1956. 

Finances oí the Foundation are in 
reasonably satisfactory condition, 
according to Theodore L. Eschweiler, 
Treasurer of the Foundation. 

“Shortly after the Foundation was 
incorporated on May 18, 1953," re- 
ports Mr. Eschweiler, "it received a 
grant of $6300.00 from the Wiscon- 
sin Architects' Association. Of this 
sum, $4000.00 was allocated for in- 
vestment, only the proceeds oí which 
were to be available for Foundation 
purposes. In 1955, a gift of 1,000.00 
by William G. Herbst was likewise 
added to such investment fund. Thus 


(Continued on Page 9, Column 2) 
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Schroeder Lumber 
& Supply Co., Inc. 


Quality Lumber 
Millwork 
Hardware 


Paints 


"A Dozen Boards or 


A Dozen Carloads" 


4215 N. Port Washington Rd. 


Milwaukee, WO. 2-6040 
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Worth Central States Regional Couference Program 


FRIDAY, SEPTEMBER 28, 1956 


8:30 A.M. - 5:00 P.M. — Registration 
9:30 A.M. Welcome by Arthur O. Reddemann, 
President, Wisconsin Chapter, A.LA. 


10:00 A.M. Seminar. Harper Richards. 
"Commercial Remodeling That Pays” 


11:30 A.M. Viewing of Exhibits 


12:30 P.M. АЛА. Luncheon 
Walter A. Taylor, A.LA. Director of 
Education and Research 
North Central States Regional Director 
Bryant Hadley 


2:00 P.M. Viewing of Exhibits 


2:30 P.M. Seminar. Donald H. Honn. 
"The Architect and the Merchant Builder" 


4:00 Р.М. Viewing of Exhibits 


8:00 P.M. “Theater in the Round” Party — 
Marquette University 


8:00 A.M. 


8:30 A.M. - 5:00 P.M. — Registration 
9:00 A.M. 
10:00 A.M. 


11:30 A.M. 
12:30 P.M. 


2:00 P.M. 
4:30 P.M. 
6:00 P.M. 
7:00 P.M. 


SATURDAY, SEPTEMBER 29, 1955 


Chapter President's Breakfast 
Rose Room (Dutch Treat) 
Bryant Hadley 


Viewing of Exhibits 


Seminar. Jack L. Follett. 
"The Regional Shopping Center" 


Viewing of Exhibits 


Luncheon 
Walter E. Kroening, Vice President, 
Capitol Court 


Tour of Capitol Court 
Board busses to return to Pfister Hotel | 
A.LA. Cocktail Hour in Exhibit Area 


Convention Banquet | 
Speaker, Leon Chatelain, Jr., President 
American Institute of Architects 


VANDER HEYDEN, INC., Milwaukee, Wisconsin 


DOX-BLOCK SYSTEM 


ST. PAUL PARK, MINNESOTA 


PRECAST BEAMS 
FOR 


FLOOR & ROOFS 
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mply Installed 
е RESIDENTIAL 


* COMMERCIAL 
* INDUSTRIAL 
* AGRICULTURAL Buildings 


TWO NEW BOOKLETS 
TO BE PRINTED SOON 


Two new booklets designed to be 
of service to members of the Wis- 
consin Architects Association are 
now in the process of preparation. 


One is a complete documented 
presentation on how groups or in- 
dividuals go about retaining an ar- 
chitect, and what they can expect. 
It includes such categories as “The 
Architect's Responsibility”, “The 
Client's Responsibility", "Costs," and 
others. It gives an explanation of 
the fee structure, and, in general, 
offers a ready explanation of why 
it is best to retain an architect. 


The other is a picture booklet en- 
titled, "When You Want to Build". 
It includes a step-by-step pictorial 
story of the various phases of a 
client's desire to build through the 
completed building. It will also in- 
clude photos oí some oí the best 
work of Wisconsin A.I.A. members. 


"MODERNFOLD" FOR COMMERCIAL USE 
IN 


CONFERENCE ROOMS 


SHOWROOMS 
WARDROBES 


OFFICES 
MODERNFOLD DOOR 


1548 West Bruce Street 
Mitchell 5-6800 


Milwaukee 46, Wisconsin 
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Kuebler to Distribute Storm Doors 


Two well-known and highly re- 
spected names in the building ma- 
terial field were linked together re- 
cently when it was announced that 
the J. M. Kuebler Co., manufacturers 
and distributors of fine quality mill- 
work for 44 years, of Wausau, Wis- 
consin, have been appointed exclu- 
sive assemblers and distributors in 
Wisconsin for the Alwintite line of 
combination storm windows and 
storm doors. 

Alwintite combination windows 
and doors are manufactured by 
General Bronze Corp., Garden City, 
N. Y., one of the largest producers 
of aluminum windows and curtain 
walls in the world, serving the con- 
struction industry for over 45 years. 

Incorporating a new idea in this 
area, the Kuebler Company will 
offer Alwintite combination storm 
windows and doors completely as- 


PHOTOCOPIES 


sembled and attached to its stand- 
ard line of prime double hung and 
gliding wood windows. Until re- 
cently most installations had to be 
made after the windows were in- 
stalled in the home. 


According to Mr. Sidney Winnig, 
General Manager of J. M. Kuebler 
Co., this special service will prove 
a real convenience to builders and 
should result in worthwhile savings 
of time and labor as carpenters will 
now be able to install the primary 
and combination storm window to- 
gether as a single unit. 

Mr. Winnig expects that the com- 
plete line of Alwintite combination 
storm windows and doors will soon 
be available through building sup- 
ply dealers and builders throughout 
the State of Wisconsin, and upper 
Michigan. 


NOVOTNY, INC. 


hoy os 


А. L, J; € 


MANUFACTURERS 
REPRESENTATIVES 


MILWAUKEE 4, WISCONSIN 
647 WEST VIRGINIA STREET 
BRoadway 6-1899 


BRoadway 2-4183 


DRAFTING SUPPLIES 


REPRODUCED TRACINGS 


SCHMITT BLUEPRINT CO. 


VAN DYKES 


DIVISION 


W. H. PIPKORN CO. 


EVERYTHING IN BUILDING MATERIALS AND REINFORCING STEEL 


è A.I.A. CONTRACTS 


C. F. PEASE AGENCY 
628 N. BROADWAY 


BRoadway 6-1761 
MILWAUKEE 
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THREE ASSOCIATES 
ACCEPTED INTO W.A.A. 


Three new associates were ac- 
cepted into membership in the Wis- 
consin Architects Association last 
month. 

The three are Heinz Brummel and 
Steve Demeter, both of Milwaukee, 
and Matthias R. Goebel, of Racine. 

An interesting sidelight is that 
both Brummel and Demeter are na- 
tives of Europe, the former being 
born in Germany and the latter in 
Yugoslavia. 


HONOR AWARDS PROGRAM 
PLANS NEAR COMPLETION 


Plans for the Biennial Honor 
Awards Competition are now near- 
ing completion, it was announced 
last month by Maurey Lee Allen, 
Appleton, chairman of the project. 

Judges for the competition are Am- 
brose M. Richardson, Champaign, 
Ш.; Alden В. Dow, Midland, Mich.; 
and Winston Elting, of Chicago. 

More information, including a 
complete story of the program, will 
be carried in later issues of The 
Wisconsin Architect. 
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far in 1956, Sustaining Contributions 
have amounted to $660.00 and Me- 
morial Contributions in tribute to 
deceased Wisconsin Architects and 
others, have totaled $186.00. 

Earnings by way of dividends 
from the Investment Fund have 
totaled $92.50 this year, with a like 
amount expected in December. We 
hope that by the end of this cur- 
rent year, each member of the Wis- 
consin Architects’ Association will 
make his annual Sustaining Con- 
tribution to the Foundation, and thus 
participate in our efforts to aid Wis- 
consin students of architecture.” 

With respect to the cost of op- 
eration, Mr. Eschweiler stated that 
the Foundation’s expenses are lim- 
ited to the printing of its stationery, 
gift booklets and acknowledgment 
cards and the postage for its mail- 
ings. Stenographic and legal serv- 
ices have been contributed by Wis- 
consin Architects’ Association Coun- 
sel, Gerald J. Rice, and the office 
of Grellinger & Rose, and the only 
other items paid for are bond pre- 
miums and accountant’s fees for 
auditing and tax reports. 


Contributors to the Foundation for 
1956 are the following, as listed by 
Mr. Eschweiler: 


Sustaining Contributors 


Don Hougen, Gerrit DeGelleke, 
Larson & Playter, Durant & Berg- 
quist, Frank C. Shattuck, Schubert, 
Sorenson & Associates, Harry Bog- 
ner, E. F. Klingler, Charles Haeuser, 
North Milwaukee Lumber & Supply 
Co., Francis S. Gurda, Brust and 
Brust, Jack Russell, Ebling Plunkett 
& Keymer, Arthur O. Reddemann, 
Grellinger & Rose, Grassold & 
Johnson, Wisconsin Archtects Asso- 


ciation, Eschweiler & Eschweiler, 
Fritz von Grossmann, Gerald J. 
Rice, Ted Simons & Sons, Inc. 


Herbst & Herbst, George G. Lefebre. 


Memorial Contributors 

Fritz von Grossmann & Associates, 
Maynard W. Meyer & Associates, 
Eschweiler & Eschweiler, Lefebre- 
Wiggins & Associates, Grellinger & 
Rose, Darby, Bogner & Associates, 
Gerald J. Rice, Maurey Lee Allen, 
Dennis J. Regan, Julius Sandstedt, 
R. W. Dwyer. 

Mr. Eschweiler promised that con- 
tributions received after the publi- 
cation of this article will be reported 
in future issues of The Wisconsin 
Architect. 


Specify General Fire Hose, Cabinets, Racks and Fire Fighting 
Equipment. Quality — Economy and Time-Tested Dependability. 


Manufactured Since 1903 


General cabinets are constructed of quality heavy gauge 
cold rolled furniture steel for long life and durability. 
Reinforced seam and corner construction, continuous piano 
hinges give rigidity and ease of door opening. Door and 
trim are removable as a single unit. Hose cabinets have 
louvers for ventilation and knock-out holes in each corner 
for pipe entrance. 


Hollow Frame door of tubular construction insures strength 
and protects against warp, whip and sag. 

This quality equipment is manufactured by the General 
Detroit Corp., one of the world’s oldest and largest 
manufacturers of underwriter approved fire extinguishers. 
Literature and details available upon request. 


GENERAL FIRE EQUIPMENT CO. 


DISTRIBUTORS 


Model 403-XGP 


MILWAUKEE 
1314 W. ATKINSON AVENUE 
FRANKLIN 2-8400 


OSHKOSH 
187 ОТТЕК STREET 
BLACKHAWK 8478 
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BUILDING CARAVAN 
BEGINS LONG TOUR 


The premier showing of Producers’ 
Council's new Home Building Cara- 
van took place in Washington, D. C. 
at the Mayflower Hotel on August 
30. This year’s traveling exhibition 
in addition to showing products 
will also present many new and 
different ideas, which builders can 
utilize in the construction of their 
houses. 


From Washington the Caravan 
will begin a nationwide tour that 
will take it to 37 other major cities 
in which the Council operates chap- 
ters. These local groups will act as 
hosts at each showing. The exhi- 
bition will travel over 15,000 miles 
during a 7-month period. With the 
cooperation being received from the 
National Association of Home Build- 
ers and its local affiliated asso- 
ciations, Council members expect 
the exhibition to be seen by over 


15,000 home builders. 


The new Caravan is the third to 
be sent on the road by the manu- 
facturers' organization since the 
spring of 1954, but it is the first 
with a home building theme. The 
two previous exhibitions were di- 
rected to audiences of architects. 


BROCHURE EXPLAINS 
ABOUT MICROLITE 


Microlite Insulation, its perform- 
ance and uses, is described in a 
new four-page brochure recently re- 
leased by L.O.F. Glass Fibers Com- 
pany. 

In addition to thermal and acous- 
tical performance charts, this printed 
piece gives a brief description of 
how Microlite is made, and what it 
is made of. Microlites many uses 
are presented; among them: Heating 
and Air Conditioning Systems, Mo- 
bile Homes, Appliances and other 
industrial and commercial applica- 
tions. 


MILWAUKEE DIVISION 
TO MEET ON SEPT. 20 


A meeting of the Milwaukee Di- 
vision will be held on September 
20 at the John Ernst Cafe. 

A highlight of the meeting will be 
the showing of the film, "Architec- 
ture — U.S.A.". 

All Milwaukee Division members 
are urged to attend. 
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“As Others See Us..." 


By ROBERT C. JOHNSON 


This is the second article in a new 
feature series, entitled ‘‘As Others See 
Us." It will include comments and im- 
pressions of architects and the archi- 
tectural profession by people who 
work with and for architects. In some 
cases — when requested — authors 
will be kept anonymous. Sole purpose 
of the series it to strive for the better- 
ment of the profession, and to enable 
architects to see themselves as others 
see them. The following was written 
by Robert J. Strass, widely known Mil- 
waukee structural engineer. — EDITOR 


After working 37 years for, with 
and sometimes against (God forbid) 
architects, near architects and so 
called (by many names) architects, 
I am happy to make a few obser- 
vations. 


There is a rumor that the archi- 
tects and engineers are having a 
family squabble over who is to eat 
the owner's cake. This is a natural 
result of growing up and is only 
a passing phase of growth. Thirty- 
five years ago a large percentage 
of structural engineering design 
was furnished free of charge to the 
architects (but not to the owners) 
by the bridge companies or the bar 
companies. Today this work is be- 
ing done by engineers employed 
either directly or as consultants (by 
the archtects). The mechanical en- 
gineering designs are just passing 
through this stage of progress now. 

The general contractors were just 
as reluctant to employ engineers as 
the architects, but they too have 
seen the light in recent years and 
are seeking for more engineers 
every year. Who could guess my 
profession? 


I am thankful the good old days 
are almost gone when the architect 
prided himself on the area of the 
contractor's skin he hung on the 
owner's nice new wall, and the con- 
tractor bragged about the footings 
that just didn't happen to be under 
that wall. Even an armed truce is 
preferable to a hot war. 


There is, however, an unfortunate 
trend in modern architecture to ac- 


cept anything that is new, so long 
as it is different; such as: 


1. Flush copings — result: leaks 


2. Metal and Glass Walls — 
result: leaks 


3. Glazed tile exteriors — result: 
cracks and leaks 


These are all durable materials 
for these uses, but their satisfactory 
assembly into finished structures 
had not been properly analyzed 
and detailed when they first came 
into use. Of course, the contractor 
was to blame! Praise Allah for sili- 
cone and plastic putty! 

Yes, the architects, engineers, and 
contractors have changed for the 
better and it has been a pleasure 
to be associated with the architects 
through all these years of change. 

LJ 


A cocktail lounge is а halí-lit room, full 
of half-lit people. 


The fixtures illustrated above, and many others 
too, employ "Dielux""* diecastings as ап integral 
part of the unit... for STRENGTH, DURABILITY, 
APPEARANCE. 1. No. 1015-6715 Recessed. 2. No. A-14 
Swivel Unit. 3. No. 8585 Hospital Light. No. WB-25 
Wall Unit. Write for your free copies of current 
PRESCOLITE literature. 


*Prescolite’s trade name for precision diecast products. 


PRESCOLITE MANUFACTURING CORP 


Berkeley, California * Neshaminy, Pennsylvania 
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Holy Cross School Corridors 
Kaukauna, Wisconsin 


JOHN J. FLAD & ASSOCIATES Architects, Madison, Wisconsin 


ROMANY real clay tiles, long a standard of distinc- 
tive quality, were used in the school's corridors and 
toilet room wainscoting. Their opaque, washable glaze 


and ability to resist water assure long life for wall 
areas, 


g! SPARTA mossettes and pavers were used for 
, the floor installation in the recently completed 
ч Holy Cross School at Kaukauna, Wisconsin. 


(2 fy Affording unique variety, these tiles are known 
CAD for their rugged non-slip impervious quality. 


Rollin B. Child 


Northwest Representative 


ROMARY 2c, TILES 


13006 Excelsior Blvd., Hopkins, Minn. WE 8-8379 
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Elsie Dinsmore Rides Again 


(Or, with The Rover Boys Aboard a Space Ship) 


There seems to be an insidious 
move afoot to force the architect to 
revise his schedule of fees. Na- 
turally, the first inclination is to re- 
bel strenuously against such a move, 
but face up to it. It's stronger than 
all of us. Open rebellion is apt to 
fail whereas passive resistance or 
seeming compliance is quite apt to 
either bring the architect fatter fees 
or screaming demands for a return 
to the fee-based on-cost schedule. 

For example: the phone rings. 
You answer: "Purblind Enchalada & 
MacGilhooley, Architects. Estancio 
MacGilhooley speaking.” 


A hesitant but dulcet voice en- 
quires, "I would like some informa- 
tion about building a house.” 


"Yesss," you coo as you straighten 
your tie and smooth back your hair. 
"What did you want to know?" 


"Well how much would it cost 
for plans for a fourteen hundred 
square foot house?” 


Now this is the catch question. 
The first impulse is to start the old 
educational rannygaroo; the sales 
pitch on fee-based-on-cost? But con- 
sider. How far has it gotten you in 
the past? The voice has always 
waited until you paused for breath 
and then slipped that third pitch 
right across the plate. 


“Well, yes, Mister, er, Mister, er: 
what did you say your name was? 
Oh yes, MacGillicuddy. That's all 
very interesting, but what I mean 
is how much does it cost a square 
foot for plans?" 


You don't know it for sure, but 
the chances are she was putting 
polish on her fingernails all the time 
you were at bat. And probably her 
toenails, too. But here's your chance 
for a double whammy. Take a tight 
grip on your lucky pocket piece 
(Mine's a Campaign Ribbon for the 
Mexican Border Campaign. What's 
yours? Pabst Blue Ribbon?) and dive 
right in. 


"Ooooh," you oh, "I didn't under- 
stand your first question. I know 
what you mean now. Now as to the 
square foot cost of plans, that sort 
of varies. You see, it depends on the 
size of sheets (of drawings, that is) 
. . . We charge more per square 
foot for the bigger sheets because 
we can get more drawings on them, 
but on the other hand, if we use 
smaller sheets, although they cost 
less per square foot, it practically 
balances out because we have to 
use more sheets. Building Code re- 
quirements, you know.” Be sure 
and drag Building Code require- 
ment in every once in a while. 
Its impressive as hell. But don't 
overdo it. Don't stop for breath at 
this point, switch to specifications, 
if you wish, or stay on plans. 

"Of course," you say, "we have 
to charge a little less per square 
foot for large scale details because 
they cover more square feet per de- 
tail; but unfortunately, it takes more 
square feet again. Now did you 
want your plans done with a hard 
pencil or a soft pencil?" 

"Is there a difference in cost?" 
she'll ask, and if you've really 
poured it on, her voice will have a 
definite quaver in it by this time. 

"Oh, my yes,” you say. "Hard 
pencil is harder to work with you 
realize. Draftsmen want more 
money. They always prefer soft- 
pencil work. In fact, they always 
prefer soft work. Have you con- 
sidered the weight fee? Miss, er 
Miss, what did you say your name 
was? (It's your turn now.) 

"Mrs.," she says. (Too bad. Such 
a lovely voice.) "Mrs. Tartan Plaid. 
No. What is the weight fee?" 

"Oh, thats the absolutely last 
word on charges for plans. We draw 
them up to your little heart's desire 
and you pay for them by the pound. 
Just like parcel post. And if they 
weigh beyond your budget, we just 
diet them down to size. Why, just 
recently we did a set of plans for 


a three swimming pool residence. 
Very prominent family, you'd prob- 
ably know them, if I could mention 
their name. Three Jaguars and a 
Mercedes Benz with a litter of Volks- 
wagens. Simply tremendous carport. 
Television in every bedroom ceiling 
and under the dining room table. 
Old man's a lush. But anyway, their 
plans weighed in at just a little un- 
der three thousand. Oodles oí de- 
tails and specifications. You never 
saw the like. Forty-three pages of 
General Conditions, and as you 
know, specifications are so damn 
dense — the weight of them alone 
is a considerable item. But you 
have to have them. Building Code 
requirements, you know." 

By this time she'll probably be 
thoroughly softened up or will have 
hung up. lí she's softened up, she'll 
probably say, "But, Mr. McGilligan, 
isn't there some simple way like 
frinstance figuring a fee based on 
the cost of the building? I mean, 
couldn't you work out a percentage 
of the contract price, or is that too 
difficult?" 

"Well, yes," you must sound skep- 
tical at this point and very unen- 
thusiastic. "Yes. I suppose that 
could be done. But it's rather unique. 
And I wouldn't like it to get out 
that I had been guilty of such revo- 
lutionary practice. But we can try 
it, if you think it fair." 

See how it works? The triple 
switch. It's worth a try anyway. 
But if one of those characters who 
sounds like he was talking around 
a frayed cigar calls and says, "How 
much for a set of plans for a du- 
plex? I got to have 'em before the 
end of the week. I'll give ya three- 
fifty 'cause that's what I got bud- 
geted. Just need enough to get by 
the Building Department." Don't 
waste your breath. Just say, "Im 
sorry. I must have dialed the wrong 
number." 

Hang up and go to the corner 
for a cuppa coffee. 
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There's a lot to be said for basket-weaving — especially in this The media used to transform this building from a dull "before" 
striking application of the familiar pattern. The designer's* accomplish- into an exciting after” were architectural porcelain panels — made 
ment overcomes the problem of an empty, blank wall, providing texture by Davidson Enamel Products, Inc., E. Kibby St., Lima, Ohio — dis- 


and dimension in a surface that could have been totally uninteresting. tributed and erected by Porcelain Building Products, Ann Arbor, Mich. 


*(A.I.A. Architect, А.О.А. Schmidt, Detroit, Mich.) 


for GREATER BEAUTY 
at LOWER COST 


Hunzinger SPECIFY _ 


Construction 


C O m P a n y ain by 
CENTRAL WISCONSIN SUPPLY CORP. 


Windsor, Wis. 
PHONE: CHERRY 9-5535 (Madison) 
MILWAUKEE — BILL OUWENEEL, ED. 2-2108 


Milwaukee SEE US AT OUR BOOTH 


Phone: SUnset 1-9100 AT THE 
REGIONAL CONFERENCE 
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MOSAIC TILE OPENS 
NEW WAREHOUSE 


The Mosaic Tile Company of 
Zanesville, Ohio, America's Largest 
Manufacturer of ceramic floor and 
wall tile, have opened a new 
branch Warehouse, Office and 
Showroom at 4030 N. 126th St., Mil- 
waukee 10, Wisconsin. The tele- 
phone number is SUnset 6-5620. 


Tom Cantwell, who for the past 
four years has been the company's 
Representative for the State of Wis- 
consin and the Upper Peninsula of 
Michigan, has been named District 
Manager, and will continue to serve 
as Architectural Representative. A 
large and complete showroom, 
staffed from 8:00 A.M. to 5:00 P.M., 
is now available to the Architects 
and their clients, where all products 
of MOSAIC and its subsidiary fac- 


tories will be on display. 


Among the qualities of mind and heart 
which conduce to worldly success, and 
which is so generally underrated in our 
day — it is courtesy. 


THE WISCONSIN ARCHITECT 


Inland Steel Appoints a New 


Sales Engineer in State Territory 


Raymond L. Totten has been ap- 
pointed Sales Engineer in Wiscon- 
sin (except Milwaukee and sur- 
rounding counties) and upper Mich- 
igan by Inland Steel Products 
Company, Milwaukee, manufactur- 
ers of the Milcor line of steel build- 
ing products and LOK-RIB Steel 
Buildings. He has been associated 
with Inland for the past 5 years, 
and was previously assigned as 
sales representative in the Milwau- 
kee district. 


Prior to joining Inland, Totten 
worked in the apprentice program 
of the Nordberg Company. He 
served 4 years with the Coast Guard 
during World War II, and one year 
with the Navy in the Korean con- 
flict. 


Totten attended Carroll College, 
Waukesha, Wisconsin, and Mar- 
quette University, Milwaukee. 
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BANISH WASHROOM TROUBLES! 
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Excerpt from article 
in Modern Sanitation 
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BRADLEY. » 
Гло fountains 
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hands, then арр 


... YOUR GARAGE DOOR 


Any standard model CRAWFORD Marvel-Lift Garage Door 
can be customized to the architecture of a home or prefer- 
ences of a client. Moldings, rosettes and initials are avail- A touch of the foot on the foot-pedal supplies tempered 
water instantly from the sprayhead—there are no faucets 
(regular or spring type) to touch—no chance of spread- 
ing infection or wasting water. And the bowl is self- 
flushing to prevent collection of used water. 

One Bradley Duo serves one or two persons at one 
time—piping connections are reduced by 50 per cent— 
maximum sanitation assured. Widely used in office em- 
ployee washrooms, schools, mills, institutions, public 
buildings. 


able from Crawford. Produces a decorator-designed, custom- 


built door at modest cost. Crawford Doors are built to 


outlast the gorage. 


CRAWFORD DOOR 


Sales Co. of Wisconsin 
8231-8251 W. Greenfield Ave., Joseph W. Wilde, Pres. 


See Our Display at the Conference 
Milwaukee 14, Wis. SPring 4-8500 


BRADLEY WASHFOUNTAIN CO. 


2203 W. Michigan St. Milwaukee 1, Wis. 
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STANDS 
FOR QUALITY 


ACOUSTI-LUX is sound absorbent and 
light diffusing 
* Shadow-Free Non-Glare Lighting 


* Will not support combustion 
* Easily maintained 


ACOUSTI-LUX provides versatile standard and 
custom designs for any 
architectural motif 


in homes · offices - factories 
institutions + schools · stores 


Sound CONDITIONING 
оомо CONDITIONING 


BUILDING SPECIALTIES 
PAINTS * GLASS * CHEMICALS * BRUSHES * PLASTICS 


Mil k о 
PITTSBURGH PLATE GLASS СО. age | rod 
620 SOUTH FIRST STREET * MILWAUKEE, WIS. Madison Year 


ACOUSTI-PANEL — ——- — ACOUSTI- PARTITION 


ACOUSTI - 


(movable wood) 


PARTITIONS 


Offer Greater Priuacy 
For Offices, Schools 


Conference Rooms 


Acousti — (movable wood) — Partitions 
are made of perforated plywood with a 
sound absorbing material as the core. 
Various finishes and plywoods are avail- 


able. 


DONALD PARTITION COMPANY, INC. 


620 North 108th Place Glenview 3-4150 Milwaukee 13, Wiscensin 
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r.r DENGEL со 


for 
Fine Plumbing & Heating 
Appointments 


. . Write or call our nearest office for 
details and specifications on . . . 


GLASS PAINT 
+ ТНЕВМОРАМЕ WALL COVERING 
| 2 GLASS BLOCK SCENICS 
[ rge your clients to visit CORRULUX STORE FRONT METAL 


our showroom. Three makes STAINED GLASS 
of fixtures to select from . . . 
Kohler, Briggs Beautyware 


W. A. Case Co. 


T. C. ESSER CO. 


Míg. and Distributors 

MILW AUKEE, WIS. 

BRoadway 6-8950 
BRANCHES: 

la Crosse, Wis. Oshkosh, Wis. 

Sheboygan, Wis. Racine, Wis. 

Iron Mountain, Mich. Menominee, Mich. 


1114 N. 4th St. Milwaukee 3, Wis. 


detailed layouts for every specific 
requirement 


Have created some of the finest laboratories in the country! 


When your next laboratory planning job comes up take a 
moment to consider Hamilton equipment and service before 
you put it on paper. Consult a Hamilton Engineer for layout 
help. Better yet, write for more information today. There is 


no obligation just lots of competent help! 


MILWAUKEE EQUIPMENT COMPANY 
4221 North 35th Street 
Milwaukee 16, Wisconsin 


Representative 
JUounittortL MANUFACTURING COMPANY 
TWO RIVERS * WISCONSIN 


LABORATORY EQUIPMENT DIVISION 


For Flexibility of Design PLUS 
Outstanding Beauty and Economy . 


Insist on 
LUPTON 
Simplified 
CURTAIN 
WALL 
SYSTEMS 


Designed specifically 
to form complete ex- 
terior walls for single 
or multi-story build- 
ings of any type — 
particularly hospitals 
and office buildings. 


We are the 


Midwest 
Distributors for 
upton 
Metal Products 
Call 
БО: 2-4600 Actual photo of Lupton Curtain Wall installa- 
for tion at 300 Park Avenue, N. Y. Architect 
complete facta Emery Roth & Sons 


and estimates 


ICTORY 
Steel SUP LY (o. 


ALUMINUM PRODUCTS DIVISION 
1824 West North Avenue Milwaukee 5, Wisconsin 


DRAFTING FURNITURE 
TRACING PAPERS 


Complete Supplies for 
ARCHITECT AND ENGINEER 


BLUE PRINTS * DIRECT READING 
BLACK OR BLUE DRY PRINTS 
TRACING REPRODUCTIONS 


Radio Equipped Trucks for 
Faster Pickup and Delivery Service 


FREDERICK POST CO. 


BROADWAY 1-9300 * 115 EAST WELLS STREET 
MILWAUKEE, WISCONSIN 


А. |. A. MEMBERS 


WHILE AT THE 


REGIONAL CONFERENCE 


MILWAUKEE, WIS., SEPTEMBER 28 and 29 


PFISTER HOTEL 


BE SURE TO VISIT 


WISCONSIN UTILITIES ASSOCIATION BOOTH 


See a graphic story of growing electrical requirements in all 
commercial buildings today. 


Architects have the responsibility of providing adequate capacities 
to meet these increasing needs. 


Wisconsin Electric Power Company 
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